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Selection of Briefing Boards from Mission 3072 


1. Seven briefing boards were selected from Mission 3072 based 
on items appearing in the Situation Summary (TS-159144) compiled from 
said mission. The briefing boards were prepared by NPIC/PD in the 
standard number of copies and cover the following installations: 


Mi-hu, Ching Military Camps 

Dong-hoi Airfield 

Vinh Airfield 

Dong-hoi Military Complex 

Dong-hoi Military Complex, West 

Vinh Military Headquarters, (Citadel) 
Ben Thuy Port Facilities 


2. Several other installations and reported items were considered 
but rejected because of obliquity, haze, clouds, or better recent coverage. 
These include the following: 


Dien Bien Phu Airfield 

Kep Airfield 

Moc Chau Army Barracks, East 
Vinh Yen Tank Training Area 
Thuan Chau Army Supply Depot 
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3, This memorandum signifies completion of the project. 
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